BETHESDA  PRESBYTERIAN  CHURCH  AND  GRAVE  OF 
BARON  DeKALB    -    CAMDEN.  S.  C. 

This  magnificent  church  was  designed  in  1820  by 
Robert  Mills  and  replaced  the  old  meeting  house 
that  dated  from  1774.  The  monument  was  dedicated 
by  La  Fayette  in  1825  and  stands  where  Baron 
DeKalb,  who  commanded  the  American  Army  in  the 
South  in  the  Revolutionary  War,   lies  buried. 

Ektachrome  by  Ernest  Ferguson 
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